TRIPP-LITE 


POWER PROTECTION 


cc 


EC Declaration of Conformity 


We, the undersigned, declare under our sole responsibility that the equipment 
specified below conforms to the following Applicable Council Directive(s) and 


the Harmonized European Standards and/or technical specification. 


Manufacturer’s Name and Tripp Lite 

Address 1111 West 35" Street 
Chicago, IL 60609 
USA 


Type of Equipment SMARTRACK 


Series Number(s) 1 AGAC7006 
2 AGAC7761 
3 AGAC7454 
4 AGAC7491 


Model Number(s) 1 SR25UB 
2 SR42UB 
2 SR45UB 
3 SR48UB 
4 SR51UB 


Year of CE Marcking 2010 
Applicable.Council Directive(s) 2006/95/EC Low Voltage Directive 
Standards to which conformity is EN 60950-1: 2006 


declared 


Chanute DS ve) 
C. Balestri 

Regulatory Project Manager 
22 August 2012 
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